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1* The Za.iB,czk.mo a’c^evskle frelgjit yaxd is sltimt^d • on the Bydgoszcz - 

Gdansk, and Malhork - Gdfmsk llne> north Of 2ezew (5l^-O06*H The 

following are the lines riinning through the :Sajaczko.wo frei^t yard: 

a. Two through m^±n lines In the direction of Tczew and Gdansk run through 
• thl6. freight yar’d. 

h* 1‘wo inain lines in the direction of Chojnice, 17^3^ *E)- 

c. Two main lines in the direction Bydgoszcz (53'^Q9’I^ 18 oOO*E), 

d* Two throu^ main lines to and from G<iansk ( 54*^21 *1? 18^40*E) yia ZaJaczkoWo^ 
switching also to the Malbork (54od2*N 19^03 ♦E), Ghojnlce (53'^^a»N 17^3^*E)^ 
and Bydgo s z e z line s p 

2* The yard was ‘built hetween 1911 and 1913 ^ reconstructed between I915 and 1918, 
and enlarged and mode.mized between 1939 and’l9i^9* The double incline was 
made 70 cms. higher , by raising the g?"onnd 50 to 70 cms. 

3. In March 19^5, 60 percent’ of the yai^d was destroyed by the retreating German 
troops. Repair work Was only completed in 1950. Tlrie total length of the 
• relaid tracks in the yard is i-l-56 lons«(sic) 

k, Equlpsnent and personnel of the freight yard: 
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Personnel; In accordance with the production plan ( Soil-Plan) 5 
ServinQ’Jp0r,3otmel■>i^^^b -226 men, 

Technical personnel number 26Q men 
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!rb.e trainlns of the nten is very good, Ifhe :taw^r contt’ol , asid sT^ltch 
men have alX passed the Manager of Qh^affic Service exaiainatioii* 

Locomotives s Shimting locomotives (2^a’^l^ Zc-2^ JSe^l) 

Eelief locomotives s (9^^ 52 and « 

2) Engine sheds for 32 locomotives ¥ith a tixmtahle;, ’which can he operated 
"both electrically and hy hand^ of 19^7 construction. 

3) Engine repair workshop (up to grade L-4 repairs)^ with machinery and 
equipment of the most up-to-date type. 

k) Water to’Wer. 

5) OVo huildlngs are available for sleeping quarters for 800 men. Each 
‘ huildlng contains 50 rooms for 8 men. 

hi All repairs to freight and passenger cars can he carried out in the car 
repair shop. 'Ehe shop was extended and efilarged in 19^2 aad 19^31 between 
19^6 and 1948 the parts which had been destroyed were reconstructed. 

^he installations are of the most up-tO'^date type^ and there are large 
stocks of wood and materials* 

Co The plant for car washing and disinfettlfjn can handle 120 to l40 cars 
per day * 

d» There are four covered transloading ramps ^ each 150 x 30 meters, which 
make .possible the transloading of 60 freight cars at the same time. At 
present there are no cranes, but shortly two each ramp will be installed* 

e. Exit and entry for trains running to and from Gdansk is controlled by 
the switch panel. Ea. Thirty remote-controlled switches ax'e subordinate 
to this panels There is an independent traffic manager here who controls 
22 shunting and splitting -^up lines approximately 8O0 - 1,000 meters in 
length for freight trains on Gdansk - Gdynia line. 

f* The switch panel 2b is the main control panel of the Zajaczkowo ypi'd. 

Trains running to Gdansk, Bydgoszcz and Chojnica ace controlled from 
this panel* Eorty remote-controlled switches in the Zb and Zc areas 
are subordinate to this panel. There is also a cement loading ramp 
approximately 400 meters long with a loading causeway* 

g. The entire ahuntixig- traffic is regulated from the shunting switch panel Z*c 
through the double incline. Approximately 60 remote-controlled switches 
are subordinate to this switch panel. The car turn-^over in this shunting 
area amounts to approximately 5?0O0 cars per day (120 axles in approxi- 
mately 20 minutes;. . The double incline has six tracks, each 500 meters 

In length. There are 28 shunting tracks, approximately 800 to 9QQ meters 
in length (double Incline) in the area Eb and Zc* 

h. Approximately 90 remote -controlled switches are subwdlnate to the control 
switch panel Zd. Trains departing for Chojnica, Malbork, Tczew and Bydgoszcz 
are controlled from here | twenty-one shunting tracks for freight trains 

run in these directions* 
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i, tPhe shimtlng swltcii ^sanel Ze controls traffic at the washing and disinfecting 
l^lant by the tfanslQadi.ng. platfonas^ as well as at the places luentioned 

in paragrapli ha and hb aboye and at coaling sidings « There are ah shmting 
tracks In this area^ and two additional sidings also rnn froiE hex-e. 

j. Sidings which control engine mns from the IdeisiiiotlTe sheds to and from 

the. trails • length of these sidings is approximately 2;^ 5^ meters* 

k* The coaling station (Ko]:p,enbanse) allows simultaneous coaling of 10 loco-^ 
motive sj coaling is conducted with ordinary cranes^ but coaling cranes 
are to be eonstructed at the beginning of 193^> There is space for fuel 
stocks storage at the coaling station Coal and oil stocks cover approxi- 
mately eight weeks* normal requirements* There are also 10 Water cranes 
at this station.^^^ 

1* In the basement of control tower for the switch panel Zd Is a charging 
station and battery room(9£J0 cells ) ^ All electric switches and signals 
are fed from here and are therefore independont of the electric ctarrent 
su;pplied by the Grodek Power Station* A diesel generator Is used for the 
charging station* 

m* The yard has l6 ordinary entry and exit signals and a group signal (H* 13/21 
for ei^t tracks) manufactured by the Fiebrandt firm of Bydgoszcz, Areas 
Zb and Zd each have one Biemiens and Halske block installation for two 
teack traffic (an electrical safety appliance) There are also six Over- 
passes over the yard;* of which fOTxr are used exclusively by the railwaymen 
and two are for and pedestrian traffic* 
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The stations of Suchostrzygi (lunau) and Malinow (Amalienhof ) 
to the freight yard for operations reasons* 


« 




|Pcegmjcnts | I 

f bhe second-class rallroacL workshops at Za^aczKow^ which 
Were engaged in lacomotlve repairs and in painting freight cars ^ produced 
20’ newly-painted ears daily | each painter’s norm was eight cars dally (sic)« 


I pom^nt; Bier® ®re also two water cranes In each switch panel area 

by the exiT^ffgaals ♦ 
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a* LocowtlTe sheds 

h. Hejair ■workshops for locoimotiYes 

Co Water tower 

d* Sleeping ^narter 

e* C^rations 

f Car wash and disinfect I® plant 
gt 3JifansiOadlng platf orris 
h^ switch panel Za. 

1 4 Control s’Wttch panel 2b 
Shimtlng switch panel Zc 
k* Control s'wltch panel' Zd 
1. Bhnntlng switch panel Ze 
M* Biding for locomotive rtnis 
n. Coaling station 

0« Charging: station for batteries for the remote control of switches 

p. Overpasses 

rt loading rasp 

a* Administration bnilding 

ti, lallwaymen’s quarters when on duty 

m# Bailwaymen^s sleeping guar^ters and officas for fi'elght dispatch 
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(continued on 
Sketch B /p ) 


Highmy to 


a ml 



nzu'f I 5 I 


1 Ik 


to By^oasea yia 
MallnoTf ^ 

to Chojnleer^ 


^ypcom Gho jnl/be 
o4m feydgpezcz 


^fcto Cho.1nlGe 


from ChoJ 


ilMallnovj 


Qa«t3hastar^ygi \ 

taaj 


to Tczew 
from 


bo Gdansk 


Sanitized Copy Approved for Release 2011/02/18 : CIA-RDP82-00457R01 11 001 00004-7 






Sanitized Copy Approved for Release 201 1/02/18 : CIA-RDP82-00457R01 1100100004-7 


50X1 -HUM 


CEHTRAL INTELJ.IGEHCE AGES'CT 
SECRET/bOOTpOL - U.S. OFFICIALS 

SieteL B ATTACHMENT 

-3- 


(contl.ri'ued on 
Sketch C ^ ) 
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